OF SOUTH CAROLINA

machine. Such model shall be located on the table of one of the man-
agers or in some other place accessible to the voters and each voter
so desiring shall, before entering the machine, be instructed regarding
its operation and such instruction illustrated on the model, and the
voter given an opportunity to personally operate the model. The
voter's attention may also be called to the diagram of the face of the
machine so that the voter may become familiar with the location of
the questions and the names of the offices and candidates. In case
any voter, after entering the voting machine, shall ask for further in-
structions concerning the manner of voting, two of the managers shall
give such instructions to him, but no manager or other election of-
ficer shall in any manner request or seek to persuade or induce any
such voter to vote any particular ticket, or for or against any par-
ticular candidate, or for or against any particular amendment, ques-
tion or proposition. After giving such instructions the managers
shall, before the voter has voted, retire, and such voter shall cast his
ballot in secret.
SECTION 13-P: Assistance give voters-"booth" defined.-The
provisions of this act relating to the assistance to be given to voters
shall also apply where voting machines are used, and the word
"booth", when used in sections, shall be interpreted to include the
voting machine booth curtain or enclosure.
SECTION 13-Q: Voting machine inoperative.-In case any vot-
ing machine used in any election district shall, during the time the
polls are open, become injured so as to render it inoperative in whole
or in part, it shall be the duty of the managers to give immediate no-
tice thereof to the commissioners of election or other electoral board,
and it shall be the duty of such commissioners or other electoral
board, if possible, to substitute a machine in good order for the in-
jured machine, and at the close of the polls the record of both ma-
chines shall be taken, and the votes shown on their counters shall be
added together in ascertaining the results of the election. If no other
machine is available for use at such election, and the injured one
cannot be repaired in time t& continue use thereof at such election,
unofficial ballots made as nearly as possible in the form of the of-
ficial ballots may be used, received by the managers of election and
placed in a receptacle in such case to be provided by the election of-
ficials, and counted with the votes registered on the voting machine;
and the result shall be declared as though there had been no acci-
dent to the voting machine. The ballots thus voted shall be preserved
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